Mr. Jackson stated that immediately before the slide, he
had backed up his machine to the highwall and put the blade
down.  He then observed some movement of rocks and pebbles on
the 45 to 50 foot highwall and knew that the wall was going
to slide in on him.  He pulled up his blade and started to
move out, but -1 portion of the wall slid and fell in on the
left side of   3 machine.  A large rock came through the left
door of the r  ,hine, and other rocks landed on the machine at
the left tra . and hood, and one rock came through the window
on the driv 's side of the machine.  He climbed out and over
the rock f m the left side of the machine.  He could not get
out of t'  right side because the right door latch would not
work a**  *e could not get the door open (Tr. 38).

Mr. Jackson stated that the right door of his machine
could not be opened, and he asserted that it had been in this
condition for "a couple of weeks."  He stated that he had
complained about the condition of the door daily to Mr. Sisney
and to the dirt foreman, Terry Beck.  When he complained- to
Mr. Sisney, Mr. Sisney simply told him to use the left door.
Mr. Jackson believed that the condition of the door was unsafe
because he could be trapped in the machine in.the event of an
emergency (Tr. 39-41).

Mr. Jackson described how he got out of his machine after
the rock slide, and he stated that he sustained injuries to
the lower right side of his back and to his neck between the
shoulder blades, and that glass got into his eyes (Tr. 42).
He received medical treatment for his injuries, and a doctor
advised him that he had a 10 percent disability because of his
injuries (Tr. 43).

Mr. Jackson stated that the accident was not avoidable,
and that while in his machine he was watching the highwall,
which was his normal practice.  He stated that the highwall
"looked good" prior to the accident, and "it looked like a
good solid wall" {Tr. 44).  In his opinion, there was nothing
he could have done to foresee the accident, and he confirmed
that it had never happened to him in the past.

Mr. Jackson'stated that he was aware of the fact that
the respondent has fired other employees for causing acci-
dents and for being involved in accidents which they did not
cause.  He was also aware of individuals who have commented
that they were either involved in accidents or caused acci-
dents but were not fired (Tr. 46).  He has never seen any
written company policy stating that causing or creating an
accident would result in a discharge (Tr. 47).

370o appear at  the  scene   (Tr.   29-36).
